Message 

From: Mingo, Ryan (SUF) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=RYAN.MINGO] 

Sent: 1/13/2012 1:07:50 PM 

To: Khan, Annie (DPH) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Annie.Khan]; 

Piro, Pet er (DPH) [/Q=CQM MON WEALTH OF MASSACHUSETTS/QU= MassMail-01/cn=Recipients/cn=Peter.Piro] 
Subject: Comm. 

Attachments: Summons - Dookhan.doc^^^^^^^^^^^^^^^^^^Summons - 

Annie & Peter: 

Sorry for the short notice, but this case may be called for trial on 1/18. Could you please be on call? 

Thanks, 

Ryan 
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